R. J. Reynolds Tobacco Co. 
400 Raritan Center Parkway 
Suite 2 

Raritan Center 
Edison, NJ 08837 
PAX# (908 ) 417-9076 
Telephone? ( 908) 225-3550 






Please call as soon as possible if the message is 
received incomplete or not legible. Thank you. 















MESSAGE CONFIRMATI ON 


DATE:07/21/93 TIME:15:57 
ID:RJRT.ED!SON.NJ » 


DATE 

TIME 

TX-TIME 

DISTANT STATION ID MODE 

PAGES 

RESULT 

07/21 

15:56 

01’34" 

516 724 2677 G3~S 

003 

OK 


Sou roe: https://www.industrydocuments.ucsf.edu/docs/hkhy0000 


51847 6508 





CVC PROGRAM UPDATE 


Clock 

PCD 

Floor Stand 

Installed 

Maintained Installed Maintained 

InstaBed Maintained 


YesflNo 


n> 

1230 

26230 

Fairvtew, NJ 

BB 

1230 

21390 

Nutley, NJ 

U6 

1230 

29220” 

Wallington, 2 


Yoo 


60S9 


Source: https://www.industrydocumerits 











